62        DOCKETED ITEMS

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Unk in 4.16 KV GE Switchgear." Svc list end.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109050044 Forwards fitness-for-duty program performance data for 6 month period
ending 910630,presanting info re random testing rate.drugs tested for & cut-off levels
& workforce populations tested.

SCHUSTER.T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch
(Document Control Desk). 22pp. 59027:310-59027:331.

9109160307 Monthly operating repts for Aug 1991 for Zion Units 1 & 2. W/910909 Itr.
HERRON.R., JOYCE.T.P. Commonwealth Edison Co. 91/08/31. 13pp. 59119:253-
59119:265.

S. Reportable occurrences, UERs & related correspondence

9109040192 LER 91-014-00:on 910801 .unit operator found no indication from technical
support ctr Eberline SPING radiation monitor on control room SPiNG console.Caused
by personnel error. Personnel involved counseled.W/910830 Itr.
TSCHAKERT.FJ., JOYCE.T.P. Commonwealth Edison Co. 91/08/30. 5pp. 59009:049-
59009:053.

V. Operator Examinations

9109100265 Confirms arrangements for evaluation of requalification prograrn.scheduled
for wks of 920127 & 0203.Ref matls requirements end.

WRIGHT.G.C. Region 3 (Post 820201). 91/09/04. REED.C. Commonwealth Edison
Co. 9pp. 59022:311-59022:320.

DOCKET 50-296 BROWNS PERRY NUCLEAR POWER STATION, UNIT 3

F. Security, medical, emergency & fire protection plans

9109130066 Notification of 910924 meeting w/util to discuss development & implemen-
tation of emergency operating instructions at plant.per rev 4 of BWR Owners Group
emergency procedure guidelines.

ROSS.T. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603). 91 /
09/10. HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate) (Post
9O0603). 3pp. 59105:185-59105:187.

9109200278 EPIPs including.Rev 2 to EPIP-15, "Emergency Exposure" & Rev 8 to
EPIP-17, "Emergency Equipment & Supplies." W/910910 Itr.
CAR1ER.P.P., HERRELL.M. Tennessee Valley Authority. 91/09/10. 20pp. 59177:294-
59177:313.

9109230156 Forwards Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91 ^.Viola-
tions noted.Repts details withheld (ref 10CFR2.790(d) & 73.21).
WILSON.B.A. Region 2 (Post 820201). 91/09/19. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 59188:290-59188:294.

-9109230164 Partially withheld Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91-33
on    910903-06   (ref   10CFR2.790(d)   &   73.21).   Violations   noted.Major   area
inspectedioverall nuclear matl accountability & control program.
CLAY.E.L. Region 2 (Post 820201). 91/09/18. 1p. 59188:294-59188:294.

9109250127 Requests 880404 fire protection rept be withdrawn.Changes have been
made to program.subsequently.info in rept is out of date & no longer reflects current
plant configuration & fire protection implementation.

ZERINGUE,OJ. Tennessee Valley Authority. 91/09/19. Document Control Branch
(Document Control Desk). 2pp. 59194:128-59194:129.

P. Operating license stage documents & correspondence

9109090150 Forwards amends 185,198, & 157 to licenses DPR-33.DPR-52 & DPR-
68,respectively.Arnends respond to application dtd 901020.

HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/08/23. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59040:180-
59040:235.

-9109090156 Amends 185,198 & 157 to licenses DPR-33.DPR-52 & DPR-68,
respectively.responding to 901020 application for amend.

HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Directorate) (Post
9O0603). 91 /08/23. 49pp. 59040:183-59040:231.

-91O9O9O160 Safety evaluation supporting amends 185,198 & 157 to licenses DPR-
33.DPR-52 & DPR-68,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/23. 4pp.
59040:232-59040:235.

9109040285 Notification of forthcoming meeting w/util in Rockville.MD to discuss final
seismic design criteria for util lower drywell steel platforms.

ROSS.T.M. Project Directorate H-4 (formerly TVA Project Directorate) (Post 900603).
91/08/26. HEBDON.F.J., MIRAGLIA.F, RUSSELL.W. NRC - No Detailed Affiliation
Gh/en. 3pp. 58982:209-58982:211.

9109030147  Notification of 910806 meeting w/TVA in Rockville.MD to discuss scope of
Individual Plant Exam for facility.

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603).
91/08/28. HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate)
(Post 900603). 4pp. 58951:137-58951:140.

9109030148  Constitutes util statement of intent to have adequate funds available when
necessary for decommissioning activities associated w/byproduct matl license 41-
08165-08.

NAUMAN.D.A. Tennessee Valley Authority. 91/08/28. Document Control Branch
(Document Control Desk). 4pp. 58952:337-58952:340.

9109050335 Forwards notice of partial withdrawal of amend request re TS 3.7.A, "Con-
tainment Isolation Valves."

ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/08/28. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58993:049-58993:053.

-9109050339 Notice of partial withdrawal of amend request re TS 3.7.A, "Containment
Isolation Valves."

ROSS.T.M. Project Directorate H-4 (formerly TVA Project Directorate) (Post 900603).
91/08/28. 2pp. 58993:052-58993:053.

9109060086 Forwards request for add! info re review of pressure temp limits per Gener-
ic Ltr 88-11 as reflected in proposed amend to tech spec.Addl info needed to com-
plete safety evaluation.

ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/08/28. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59015:123-59015:125.

9109120151 Notification of 910925 meeting w/util in Rockville.MD to discuss design
baseline verification program.

HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/09/10. WILLIAMSJ.F. Project Directorate II-4 (formerly TVA Project Di-
rectorate) (Post 900603). 3pp. 59079:352-59079:354.

9109130066 Notification of 910924 meeting w/util to discuss development & implemen-
tation of emergency operating instructions at plant,per rev 4 of BWR Owners Group
emergency procedure guidelines.

ROSS.T. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603). 91 /
09/10. HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 3pp. 59105:185-59105:187.

9109130227 Notification of 910918 meeting w/util in Rockville.MD to discuss technical
issues associated w/small bore piping & long-term torus integrity.
WILLIAMSJ.F.  Project Directorate  II-4  (formerly TVA Project Directorate)  (Post
900603). 91/09/10. HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Direc-
torate) (Post 900603). 3pp. 59113:022-59113:024.

9109130229 Notification of 910917 meeting w/util in Rockville.MD to discuss technical
issues associated w/conduit supports & seismic qualification of instrument tubing.
WILLIAMSJ.F.  Project Directorate ll-4 (formerly TVA Project Directorate)  (Post
900603). 91/09/10. HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Direc-
torate) (Post 900603). 3pp. 59113:045-59113:047.

9109160329 Forwards SE & TER supporting relief from ASME code requirements re in-
service testing program for pumps & valves.

HEBDON.FJ. Project Directorate H-4 (formerly TVA Project Directorate) (Post
900603). 91/09/10. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59114:290-
59114:310.

-9109160335 Safety evaluation supporting relief from section XI ASME code require-
ments per 890622 & 910514 submittals.

*   Office of Nuclear Reactor Regulation. Director (Post 870411). 91/09/10. 5pp.
59114:293-59114:297.

-9109160338 "Review of Inservice Testing Program for TVA Nuclear Power Plants."
MURPHY.G.A. Oak Ridge National Laboratory, MURPHY.G.A. Martin Marietta Energy
Systems, Inc. FIN F-0001. 90/08/13. HUANGJ. Office of Nuclear Reactor Regulation,
Director (Post 870411). 13pp. 59114:298-59114:310.

9109240394 Application for amends to Licenses DPR-33.DPR-52 & DPR-63, extending
logic sys functional testing surveillance interval for accident signal logic.
ZERINGUE.O.J. Tennessee Valley Authority. 91/09/13. Document Control Branch
(Document Control Desk). 3pp. 59194:078-59194:099.

-9109240400 Proposed tech specs re logic sys functional testing surveillance interval
rev.

* Tennessee Valley Authority. 91/09/13.19pp. 59194:081-59194:099.

9109260186 Informs of withdrawal of commitment to implement integrated living sched-
ule programmer 881024 & 890505 submittals of Nuclear Performance Plan.Vols 3 &
1 .respectively.Withdraws 840814 license amend request.

WALLACE.E.G. Tennessee Valley Authority. 91/09/20. Document Control Branch
(Document Control Desk). 2pp. 59235:128-59235:129.

9109300093 Advises that util will meet Generic Ltr 91-08 milestones re removal of com-
ponent lists from Tech Specs instead of submitting application for amends to licenses

covering primary containment isolation valves.
ZERINGUE.OJ. 1

Tennessee Valley Authority. 91/09/20. Document Control Branch
(Document Control Desk). 3pp. 59245:179-59245:181.

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com-
mitment to ANSI N18.7:1_976/ANS 3.2 as endorsedj>y NRC Reg Guide 1.33,Rev 2 &

Control Branch

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9109100076 Forwards exam rept 50-259/91-300 for all units on 910625-27 & 0719.
WILSON.B.A. Region 2 (Post 820201). 91/08/16. NAUMAN.D.A. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 59021:163-59022:067.

-9109100084 Exam rept 50-259/91-300 on 910625-28 & 0719 for all units. Exam
results:all candidates passed exams.
MOORMANJ.H. Region 2 (Post 820201). 91/08/15. 170pp. 59021:166-59022:067.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090..J. Region 1 (Post 820201). 91/09/12. 9pp. 59184:157-
